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Abstract 


Translation of medical texts poses several challenges to undergraduate student-translators due to multiple Arabic 
equivalents to English medical terms. For medical terms such as clinical, intensive care, polyp, and osteoporosis 
several Arabic equivalents exist. A sample of English medical terms with multiple Arabic equivalents was 
collected from several English-Arabic medical dictionaries to find out the types of multiple Arabic equivalents 
given, the shortcomings of Arabic equivalents, and the difficulties that students have with multiple Arabic 
equivalents. Two lists of categories with definitions and examples were developed and used in classifying and 
evaluating the equivalents. In addition, students answered an Arabic medical terminology test and responded to a 
questionnaire-survey to find out their difficulties. Results of the analysis and evaluation of the Arabic equivalents, 
medical terminology test, and responses to the questionnaire-survey are reported in detail. Recommendations for 
translation instruction are also given. 


Keywords: English medical terminology, English-Arabic medical dictionaries, multiple Arabic equivalents, 
translation students, terminology problems, Arabic terminology shortcomings 


1. Introduction 


The last few decades have witnessed a plethora of newly coined terms in almost every language and every subject 
area. Latest developments in information and communications technology have accelerated the spread, adoption 
and/or translation of new technical terms and concepts, in general, and new medical terms, in particular, across 
countries and languages. Like other languages, Arabic tries to keep abreast of latest developments in terminology 
through the Arabization of new terminology coined in English, French and other languages. 


In each subject area such as medicine, a plethora of English-Arabic medical dictionaries and glossaries exist such 
as The Unified Medical Dictionary (UMD), Babylon's Medical Dictionary, Hitti's Medical Dictionary, KudoZ 
open glossaries (KOG), Medical Dictionaries of the Arabic Language Academy, Medical Dictionaries of the 
Arabization Center in Morocco, Tbeeb.net, free online medical dictionary, BEIKS English-Arabic Medical 
Dictionary for Mobile, English-Kurdish -Arabic Medical Dictionary. The Lexicool website has 45 dictionaries in 
45 medical specialties, AlMaany and others. 


However, medical terminology, as Huang (2013) indicated, presents problems which are different from other 
specialized domains, particularly the problems of determining the right medical terminology. 


Difficulties in medical translation have been the subject of research for a very long time. A review of the literature 
has shown a number of studies that investigated the problems encountered in translating medical terminology. For 
example, Ricart Vaya and Candel Mora (2009) analyzed a corpus of 311 medical conclusion sections of Spanish 
articles in cardiology, pediatrics and psychology. They found that researchers use different ways to introduce 
neologisms into the Spanish medical language such as: Words borrowed from other languages with slight 
modifications, words borrowed from other languages added with or without morphological changes, the addition 
of suffixes and/or prefixes, and using “false friends”. 


In translating medical terminology from English to Persian, Zeinali (2009) evaluated and compared 408 English 
medical terms and their Persian equivalents referring to diseases and procedures selected from ICD-9-CM. The 
researcher found that Persian applies a variety of translation processes: Substitution which constituted 62% of the 
terms, and borrowing which constituted 60%, of which 40% are borrowings from Arabic. Persian equivalents in 
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the dictionary appeared as phrases, whereas English words appeared as single words. In some cases, no appropriate 
Persian equivalents for English medical terms were given. 


In another study, Hlongwani (2012) identified several challenges that translators face when translating documents 
from English into Xitsonga (a South African language). Those included inconsistency in equivalents, excessive 
transliteration, word-for-word translation, i.e., translating words from English to Xitsonga without changing the 
syntax from English to Xitsonga, words which have zero equivalence, in addition to excessive borrowing. 


In Sweden, Nystrém, Merkel, Ahrenberg, Zweigenbaum, Petersson and Ahlfeldt (2006) reported on a parallel 
collection of rubrics from the medical terminology systems ICD-10, ICF, MeSH, NCSP and KSH97-P and its use 
in the semi-automatic creation of an English-Swedish medical dictionary. The dictionary consisted of 31,000 
English and Swedish medical entries collected in electronic format. Rubrics were extracted in parallel language 
pairs. At first, interactive word alignment was utilized to create training data from the dictionary. Then the training 
data were used in automatic word alignment to help generate candidate term pairs. The researchers found 40 
different translation problems in the terminology systems, mainly: Translating the English prefix ‘allo’ into the 
Swedish prefix ‘homo’ in the rubrics dealing with transplantations; the word ‘partial’ was sometimes absent in the 
Swedish translation. Sometimes an English word is translated into several Swedish. For examples the word 
‘operation’ has 6 different Swedish equivalents and the Swedish word ‘operation’ has 9 different English 
equivalents. 


In Arabic, Yaseen (2013) collected and compared a sample of medical terms from seven Arabic translated medical 
books, two medical dictionaries and 35 drug package inserts to find out the best translation equivalents in 
specialized vs. nonspecialized texts and to identify inconsistencies in assigning different Arabic equivalents to 
English terms within a text and across different texts. In addition, she conducted interviews with doctors and 
pharmaceutical companies, and administered a questionnaire to doctors in order to identify the different types of 
Arabic equivalents that doctors and medical students use when they communicate with each other and when they 
communicate with patients. The researcher found inconsistencies in selecting and assigning Arabic equivalents to 
the same English terms within a text or across different texts in both Arabic medical books and drug package 
inserts. Results also showed that transliterated equivalents were the most commonly used in specialized contexts 
among doctors and medical students, whereas descriptive translations were more common in non-specialized 
contexts such as doctor-patient communication. Arabic or translated medical books depend on Arabic dictionaries 
and tend to use Arabized and descriptive translations a lot more than transliteration. Arabized equivalents were the 
least used in both specialized and non-specialized contexts. Couplets were extensively employed to avoid the use 
of one-to-many equivalents. 


In a study by Argeg (2015), Ph.D. students majoring in translation and professional translators in Libya responded 
to a questionnaire test consisting of a set of English medical terms that are key components of medical texts. The 
results revealed several problems in translating English medical terms into Arabic such as: use of literal translation 
of the prefixes, suffixes and roots in an English medical term or words in an English compound, heavy use of 
transliteration, and inconsistency. The problems were due to students’ lack of experience and practice in medical 
translation, and to lack of up-to-date English-Arabic medical dictionaries. 


An-Nayef (2002) reported results of a survey by the American International Health Council (AIHC) which showed 
that the majority of Arab Syrian medical doctors had no difficulty in understanding Arabized medical terms. But 
the problem lied in the ‘accuracy and simplicity of the translated material’. Some translated medical materials used 
at schools of medicine were found to be ambiguous due to literal translation, use of old, uncommon Arabic medical 
terms and translation by authors who are not qualified translators. 


In Saudi Arabia, undergraduate students majoring in translation at the College of Languages and Translation 
(COLT), King Saud University (KSU), Riyadh, Saudi Arabia, take 18 translation courses in 18 subject areas 
including medicine. Although they have access to many English-Arabic paper and online medical dictionaries, 
which provide them with a variety of Arabic equivalents within a dictionary and across several dictionaries, 
translation of medical texts from English into Arabic poses several challenges to them, one of which is the 
availability of multiple Arabic equivalents to some English medical terms. For medical terms such as clinical, 
intensive care, polyp, and osteoporosis several Arabic equivalents exist. Students have difficulty understanding 
some equivalents and they do not know which equivalent fits a particular context in the text under translation. 
Therefore, the present study aims to analyze the Arabic multiple equivalents given to a sample of English medical 
terms selected from a variety of English-Arabic medical dictionaries and glossaries to find out the types of 
equivalents given to English medical terms and the problems they pose for undergraduate student-translators based 
on a content analysis of those Arabic multiple equivalents and as revealed by an Arabic medical terminology test 
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given to the students, and students’ responses to a questionnaire-survey about the problems they face with Arabic 
medical terminology provided by English-Arabic dictionaries. 


Unlike prior studies, the present study is based on a content analysis of the multiple Arabic equivalents of a sample 
of medical terminology in a sample of online English-Arabic medical dictionaries to show the types of equivalents 
given and the shortcomings of multiple Arabic equivalents in those dictionaries. 


Understanding of and selecting the appropriate Arabic equivalent to medical terms is essential for translation 
accuracy. It is also a necessary requirement for translation students, as it reflects translation competence. 


Since translation students at COLT take a medical translation course, results of the present study will shed light 
on aspects of English and Arabic medical terms that need to be acquired by translation students at COLT, those 
with which they have difficulty, and aspects that need to receive more attention in the medical translation 
instruction. 


2. Study Samples 
2.1 Sample of Medical Terminology 


A sample of 369 English medical terms with two or more Arabic equivalents was collected from several online 
medical dictionaries: The Unified Medical Dictionary (UMD); Babylon's Medical Dictionary; KudoZ Open 
Glossaries (KOG); Medical Dictionaries of the Arabic Language Academy; the Free Online Medical Dictionary; 
The Lexicool English-Arabic Medical Dictionaries which consist of 45 dictionaries in 45 medical specialties. All 
of the equivalents provided by a dictionary were listed. No comparison was made among the dictionaries as per 
the equivalents given to each English term. The sample covered single terms, compound terms, acronyms and 
hyponyms. 


2.2 Student Sample 


A total of 63 undergraduate students majoring in translation at COLT, KSU, Riyadh, Saudi Arabia participated in 
the study. The students were enrolled in a medical translation course (2 hours per week). They have completed 2 
specialized translation courses in physical sciences and the humanities (2 hours each), in addition to listening, 
speaking, reading, writing, vocabulary and grammar courses in English, courses in Arabic morphology and syntax, 
and courses in linguistics, semantics, stylistics and text linguistics. 


3. Data Collection and Analysis 
3.1 Analyzing the Arabic Multiple Equivalents 


Arabic equivalents were examined by the author who taught medical translation to students at COLT and were 
compared with the English source term in the sample and with each other to find out the types of equivalents given 
(translation processes used) and problems with and shortcomings of those equivalents. The following categories 
were developed by the author and used to classify the Arabic equivalents: 


e Borrowing, loan word or transliteration: Here the Arabic equivalent is the same as the English term. It 
is just transliterated in Arabic letters as in: malaria LV cholera ‘yl ; hemoglobin cu slé sa, 


e Arabized term: where the borrowed term is modified phonologically and morphologically as in: aorta 
v3 ; acetylation 4&/ ; allergy ta )/ - tapi ; bacillus wh ; bacilli “Obulbeta ili ; 
biological. +s fluoroscopically _1sléi: interesterified 4 +iu/ _yiu3 ; coding us» ; encapsulate lus ; 
Pasteurization 3 yu 

e Synonym: these are words or phrases that mean nearly the same as another Arabic word or phrase. 
Synonyms can be: (i) single terms (congenital ¢s2¥ 4» - .-4l5); (ii) compound terms (blood count ¢_9) 2/223 
Ly pail! ditwall — p90) te - (6 40) elas/-); (jij) a word within a phrase as in: Antiretroviral Cbs, pill sla 
ceSall Gesill Clee g ppl sLidan — AY) Clee y ppl scan Ly pig) Calg pill aLicae - Len pl 

e Eponym: A term adopted from names of famous scientists or doctors such as: Parkinson's disease; 
Alzheimer; Down Syndrome. 

e Names of the same disease or term as: in whooping cough leu! Sl - cilestl! Jleull 

e Regional variety: Here different varieties of the Arabic term used in different Arab countries are given 
such as: intensive care 53S ps!) (lie! — s2uial! Glial! — dita Gli! ~ Adilal) Gle_jI - Aiilal!/ Ll medical body 
Aypbal Ligh) — gab! ase 

e Derived forms: Equivalents with different derived forms are given (breast-feeding debe) - els} 
dilatation gus/- a+ s+ fermentation 544 - p44), 
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e Descriptive equivalent: Here an explanation or definition of the Arabic term is given as in: alkalaise 
scisli Usli lle ; defibrillation cosball s p30) pf goles I Le y¥) Ciléy) ¢ old yl Cid 
e Equivalents of a polyseme: The English source term has several meanings used in different contexts, 


therefore an Arabic equivalent is given to each meaning as in: medicine ¢/s)— 44 ; convulsion - @>! 
3h - pb alls - i135 - uke 4 - 435 - £9 - died - God Ualei - iiss - Sj) Sa) - Aneta) - ¢ 153) - 4a0G4), 


e Technical and common equivalents: Terms used by specialist and by non-specialists or in common 
speech as in: eschar la!) isi — 3 List: peristalsis 44st 4S sal) - ze} suppository 4>5.8- ed - Lasd 

¢ Old and modern equivalents such as: edema 55 — 4045 - Tidy - il gw wont — elduiel — cile asf trachea 
cole jl 45) gpl! Aascl 

e Acalque: This is a loan translation in which the Arabic equivalent is an imitation of the English term in 
structure or manner of expression. It can be literal translation (Eye-poking cx#!! is»), word-for-word 
translation as in compounds (physical therapy <it_sll ¢ 2), or names of organizations (HMO 4.4in 
diva! le Llé//), root-for-root translation (bovine spongiform encephalopathy said! gs (,é los Dlie/ 
Suis), 

e Re-wording of phrases and compounds, i.e., equivalent phrases show different word orders such as: 
Wellness plans aval Lld sl) ol ys - Aili gl! dave! eo! wl} endocrine system elanal! 138) - aval! 1) > Dental 
sealants (iw Gbolis jliwY/ aLlés ; groupthink eleat) Sill -xaa/_ySéill ; hallucinogenic drugs +ules jyiléc , 

dus gle ysdléc - 
The author went through each English medical term in the sample and its multiple Arabic equivalents, and 


classified each equivalent according to the above categories. The ercentage of Arabic equivalents in each category 
was calculated. 


3.2 Evaluating the Arabic Medical Equivalents 


To evaluate the Arabic multiple medical equivalents provided by English-Arabic dictionaries and find out the 
sources of difficulties they might pose for students, the following categories were developed by the author: 


e Acceptable equivalents in which the Arabic equivalents are accepted synonyms of each other or the 
English terms have more than one meaning (medicine ¢/s)-44; acalcerosis psp0lSU) Lradi— 2 guullSl 4513), 


e Unnecessary equivalents where the Arabic equivalents are synonyms, but that one of them is better than 
the others, and one or more terms is unnecessary (medulla oblongata bial ¢ lil), 


e Incorrect (inaccurate) equivalents: Here one of the Arabic equivalent is an incorrect translation of the 
English source term which requires correction (influenza 44/5! <i), Inaccurate equivalents can also 
include spelling errors, faulty derived forms, faulty use of definite and indefinite forms, equivalents that 
do not match the source term in part of speech such as given an equivalent that is a noun for a source term 
that is an adjective. 


e Missing equivalents: A more accurate Arabic equivalent or the Arabic equivalent that is commonly used 
is not provided: (reflux .-tvell € lai Y/ suppository 446-3; hydrotherapy <j!) ¢>h)). 

¢ Unfamiliar equivalents that are not commonly used or familiar (pancreas tS: prostate tsét: 
suppository 45.4). 

e Ambiguous equivalents where one or more Arabic terms have multiple meanings and the user might 


understand different meanings. ‘insular viLia — Us’ can be confused with ‘island’; ‘suppository 
might be confused for ‘thimble’ or 'dropping funnel’ rather than the medical denotation. 


The author went through each English medical term in the sample and its multiple Arabic equivalents and classified 
each according to the above categories. The percentage of Arabic equivalents in each category was calculated. 


3.3 The Arabic Medical Terminology Test 


To find out the sources of difficulties that students have with multiple Arabic equivalents to medical terms, the 
students were given two versions of a test each consisting of 30 Arabic medical terms that were randomly selected 
from the Arabic translations of the 369 English term sample. The Arabic equivalents were presented in isolation, 
as presenting them in context would help the students infer the meaning. The test instructions specified what the 
items were. The students were asked to explain or define each Arabic medical term (in Arabic). They were not 
allowed to use a dictionary. No time limit was imposed on the test session. The two test versions were as follows: 
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Test version (A): dia - ola ji - eae - pp EN Aled ¥! - coils) - grits -Galaul - qual - Qeigll - dual - og - luctus) - At 
GR HEN © pha yall - Abba. yy patie tld GUAR | pine Laaaall — Gy BS — pall) - ght) - aceall allaill - Gayl - 45d, 
Gla jal! gy 9S - Glad! -- ual - Gli) Alias plivial - tl) - eh 3g 

Test version (B):Cbudge - Qu Sill - plandll Aus pl) - AGUA) - deity - ailed ad = all 0 ga Avila Ania - 5 Sti - Aaa —) gamut - 
Eigall — ogee dle - da jb - qaad - Aistnall - odio) - Glad! — 58) - ld) ela gl) - algal) ast) - ale gt i 
Satay) - (BUSH - Ay g fil) SU Lal) Shalt) Ady jal) - Gobalond — oo pill — ga gall - AL 

The subjects’ written responses were marked by the author. To be marked as correct, each explanation (paraphrase) 


had to be correct, either by a single equivalent Arabic term or by an explanation. The average percentage of correct 
responses for the total number of students was computed. 


3.4 The Arabic Medical Terminology Survey 


To find out the difficulties that undergraduate translation students have with multiple Arabic equivalents to English 
medical terms, they responded to a questionnaire survey with an open-ended question that asked them to state their 
difficulties with multiple Arabic equivalents while translating a medical text from English into Arabic and give 
examples. Students’ responses were qualitatively analyzed by the author. 


4. Reliability And Validity 

4.1 Reliability and Validity of the Analysis and Evaluation of Arabic Equivalents 

The categories and their definitions in sections 4.1 and 4.2 were validated by having 2 colleagues who are 
professors of English-Arabic translation and linguistics take a look at the categories and make comments. 
Amendments were made accordingly. The two professors used the same categories in sections 4.1 and 4.2 in 
classifying a sample of Arabic multiple equivalents. Their classifications were compared those of with the author 


and discrepancies were solved by discussion. The percentages of agreement between each professor and the author 
in classifying the Arabic equivalents were 93% and 95%. 


4.2 Reliability and Validity of the Arabic Medical Terminology Test 


Since it was not possible to use parallel forms, split-halves, or re-test the students two weeks after the first 
administration of the test, reliability of the test scores was calculated using the Kuder-Richardson 21’ formula as 
it estimates the internal-consistency of the test items from a single administration of the test. The reliability 
coefficient of the Arabic medical terminology test scores was .86. Inter-scorer reliability was also calculated by 
having a colleague who taught translation mark a sample of answer sheets and by comparing her sores with those 
of the author's. There was a 97% agreement between the two scorers as most items were left blank. Disagreements 
were solved by discussion. 


5. Results 


Data analysis has shown that 2-word equivalents were given to 67% of the English medical terms; 3-word 
equivalents were given to 23%; 4-word equivalents were given to 6%, 5-word equivalents were given to 2%, and 
8-, 9-, and 16-word equivalents were given to 2% of the English medical terms in the sample. 


5.1 Types of Arabic Equivalents Given in the Medical Dictionaries: 
Data analysis showed the following types of Arabic equivalents given in the English-Arabic medical dictionaries: 


e When two equivalents are given, one of them is a loan word (borrowed as it is) such as disease names and 
some eponyms, the other is Arabic as in: 


© thermometer 3yl)a (lise — sito ppt 
0 leukemia pall (tb pu - Lad ol 
o Parkinson disease vile pl SLi! elo — (y puiS yb Ue ys 


e When two or three equivalents are given, one of them is an Arabized term (6%), the other(s) is an Arabic term 
or an explanation: 


oO melanoma («sire dpul ays 6 plidle ays 
0 clinical qsobe tye GSEs) 


e When there are 3 or more equivalents, one is a loan word, an Arabized word, synonyms, an explanatory 
compound and/or an explanation: 


0 polyp “pilb ww jue LeoLi «(4blie) dlls «ul ss 


Oo edema ilu aari— oldie! — ilo a yo — Lan! 
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e Equivalents are derived forms expressing different shades of meaning and used in different contexts as in: 
O stenosis (23 (gue 
o abrasion @awigaw 
0 palpitation clas (343 
0 dejection bi bile 
e Equivalents are regional varieties used in different countries as in: 
o Medical body ig - gob! sual 
o intensive care s2-uiall dle!) — 4ailel) 4yLiel! — 35S pal! dyLiel/ 
oO osteoporosis pUBell Usisi— 4iélia — abet) Lrolu 
e The English term is a polyseme which has several meanings used in different contexts, each of which has an 
Arabic equivalent as in: 
o rupture Jlasil « g jai 
O sepsis pauis (dei 6 cost 
o medicine: e/s1« ab 
oO peristalsis qesi - Trpall 48 pall 


e Equivalents are synonyms, a descriptive (explanatory) word or phrase, an eponym, 2 or more names used for 
the same disease, an old term and a modern one, a technical term and the others are common as in the following 
examples: 


© necrosis pAti« jpSt- ige pS 

0 palpitation G8 (las - lal! Gb wale plus 

Oo pathogen 2300 (2 pall cinue 6 (ote ya ( (lS 4! ) Clole 

oO peristalsis 42 pill 48 pall ¢ qeaai 

© placebo (ce42943) cgay! eile + ogas ele 

o prolapsed igi « lai « L piu « Lg 

O ataxia 4S yall es) 6 eis 
e Some equivalents are calques (a loan translations): 

o  Eye-poking cx#!!_jss 

0 physical therapy sity isill ¢ lel! 

o HMO Aisa) ple Llést) dabin 

o bovine spongiform encephalopathy Jil .-a id) cg pt (6 Lod Dic | 
e Some equivalent phrases and compounds are a re-wording of each other: 

o Wellness plans: -as_ll 41a gl eal ys - Lil gl Lace! eal pl! 

o Dental sealants; 4siu Glelis ~ gli) Glelis 

o endocrine system: ¢lacall 124! - ual! s12/ 

o groupthink: .peleal! Sail ean! Sail! 

o hallucinogenic drugs: U+skll jilée - Lusles juéléc 


Overall, Arabic equivalents that are synonyms were given to 39.5% of the English terms and eponyms were used 
in 2% of the entries. Descriptive (explanatory) equivalents were given to 23% of the medical terms. There were 
more equivalents used by both specialists and non-specialists than technical equivalents used by specialists only. 
The latter were used 22% in of the entries. Loan (transliterated) words were given to 20% of the medical terms. In 
14.5%, the English source term is a polyseme, therefore several Arabic equivalents were given to cover the 
different meanings and contexts. Calques were given to 15% of the English terms in the sample, different derived 
forms were given to 10%, and two or 3 names for the same disease or medical terms were given to 8%. In 8% of 
the entries, the same Arabic phrase was worded differently (different word order). Arabized terms were used in 6% 
of the entries only. 


107 Published by IDEAS SPREAD 


ilr.ideasspread.org International Linguistics Research Vol. 1, No. 1; 2018 


These results are partially consistent with findings of a study by Yaseen (2013) who identified five types of Arabic 
equivalents to medical terms used in translated medical books, and drug package inserts: (a) Arabization versus 
descriptive translation; (b) Arabization versus transliteration; (c) Transliteration versus descriptive translation; (d) 
transliteration versus Arabization vs descriptive translation; and (e) inconsistency in target language equivalence. 
As in Yaseen's study, Arabized equivalents were the least used Arabic equivalents to English medical terms in 
English-Arabic dictionaries. Unlike Yaseen's study, use of synonyms was the most common (39.5%) English- 
Arabic dictionaries examined in the present study, descriptive equivalents constituted 23%, loan words constituted 
20%, and calque constituted 15%. In Yaseen's study transliterated equivalents, i.e. loan words, were the most 
common in specialized contexts among doctors and medical students, descriptive translations were more common 
in non-specialized contexts such as doctor-patient interaction and couplets were extensively employed to avoid 
the use of one-to-many equivalents. 


Similarly, findings of the present study are in agreement with findings of Zeinali (2009), who found that 
substitution constituted 62% of the terms, and borrowing constituted 60%, of which 40% were borrowings from 
Arabic. Unlike the English-Persian medical dictionary in which Persian equivalents appeared as phrases, compare 
to English words that appeare as single words, in English-Arabic medical dictionaries, more Arabic medical terms 
appear as single words than phrases. 


5.2 Evaluation of Arabic Medical Equivalents Given 


Results of evaluating the multiple Arabic equivalents given revealed that: (i) Twenty seven percent (27%) of the 
Arabic equivalents were unfamiliar as in (pancreas UUsseal- prostate Qui - Aedy - Aghg - Lpal/- Arcair - pilin Aaa i 
- AlS3), Some of those are old medical terms. (ii) Eighteen percent (18%) of the multiple Arabic equivalents were 
unnecessary equivalents such as loan words or synonyms. Unnecessary use of some synonyms, Arabized and loan 
words. (iii) Thirteen percent (13%) of the equivalents given to of the English terms are incorrect as in (radiologist 
eld soft palate tis! Influenza “5M 3489; sulfate tlél.), Incorrect derived form, incorrect spelling, 
incorrect use of definite/indefinite forms; incorrect morphology. No punctuation marks are used within the entries 
to separate the synonyms, definition and defined word. (iv) Ten percent (10%) of the equivalents were ambiguous 
as in (endotoxin ot&i- epidermopoiesis att epithelium 44 - 424). (v) In 9% of the sample of English terms, 
the exact Arabic equivalent or the Arabic equivalent that is commonly used by common unspecialized people is 
missing, i.e. not listed such as in: (reflux cel ELLY: defervescent Sal Uails), 


The above findings are partially consistent with findings of An-Nayef's (2015) study in which he reported that 
some translated medical materials used at schools of medicine were ambiguous due to literal translation, and use 
of old, uncommon Arabic medical terms. 


5.3 Students' Responses to the Arabic Medical Terminology Test 


Results of the Arabic medical equivalent test results showed that the undergraduate translation students in the 
present study were not familiar with most Arabic medical terms on the test. They could only recognize and give 
correct explanations to fewer than 10% of the terms on the test such as: ¢ 243-4) — (48 — Cu pil - alas - ules 
They gave faulty responses and left many many items blank (with no response). 


This finding is consistent with Argeg's (2015) findings which indicated that translation of medical terms was 
problematic for inexperienced translators and postgraduate translation students. Inexperienced translators and 
postgraduate students have a clear and obvious weakness in finding accurate translations and appropriate 
explanations for the terms that cannot be found in English-Arabic medical dictionaries. 


The difficulties that undergraduate students have with Arabic medical equivalents are also consistent with findings 
of a study by An-Nayef's (2002) study in which reported that the majority of students do not know the exact 
meaning of many of the key medical terms in a medical text, which negatively affected their understanding of the 
medical text and thus translating it properly into Arabic. 


5.4 Student-translators' Views of Multiple Arabic Equivalents 


Qualitative analysis of the students’ responses to the questionnaire-survey showed that multiple Arabic equivalents 
to English medical terms in English-Arabic dictionaries have several advantages. Descriptive (explanatory) 
equivalents help clarify the meaning of Arabic terms especially when they are unfamiliar. In the case of acronyms, 
and English acronym is translated by several words in Arabic, as Arabic has very few acronyms. Some English 
acronyms are borrowed in Arabic (AIDS J+), others are translated (TB cu! - Uuu!), When dictionaries provide 
several derived forms, this helps the students choose the form which suites the way the term is used in a particular 
text morphologically and syntactically. Sara added: 
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"Sometimes I do not know how to modify the equivalent to fit the context morphologically and syntactically. 
Providing different wordings of the same English medical phrase help me to choose the one that fits the 
syntactic context of translated sentence. 


On the other hand, the students reported that they are more familiar with the loan word than the Arabic equivalent, 
in which case they do not know whether to use the loan word or its Arabic equivalent. The aslo find some Arabized 
equivalent such as "criti!" meaningless. In the case of polysemes, the students do not know all the meanings of 
the source word and which equivalent is used in medicine. Maha stated: 


Iam not familiar with the Arabic equivalent given by the dictionary... I do not know how to pronounce it, 
and it is difficult for me to remember it. 


Maha responded: 

Sometimes, when I encounter an English term in a text, I do not know which Arabic equivalent to choose. 
Ghada indicated: 

Sometimes, there are different synonyms and I do not know which one to use in the sentence I am translating. 
Regional varieties seem to be difficult for students. Hanoof, Asma and Lateefa wrote: 


In equivalents that vary from country to country, I do not know which one is used in Jordan, which one is 
used in Lebanon, Saudi Arabia or Morocco. The dictionaries do not tell which equivalent is used in which 
country. 


Many students find that some equivalents are easier to understand than others. For example the terms ‘necrosis’ 
and ‘apoptosis’ denote how cells die, but the Arabic equivalent to ‘aptosis Gaal <a! is easier to understand than 
necrosis +i, In the latter case the student has to check its definition in an English-English dictionary or check 
other English-Arabic dictionaries for a more comprehensible equivalent or for an explanation of the Arabic 
equivalent '>X". 


Another problem reported by the students is that sometimes, the same Arabic equivalent gtédis used for two or 
more English terms such as: diphtheria and angina and the same multiple Arabic equivalents exist for "imaging 
and x-ray 4c led 5 gua desth dedi 5 gua" 

When an English term consists of a root and several prefixes, suffixes such as: Bovine spongiform encephalopathy 
Suit) prvideal pg ss 6 Lad lie! the Arabic equivalent is usually several words rather than a single term, as the English 
terms consists of a root, prefixes and suffixes, whereas Arabic is a derivational language and the word formation 
process using prefixation and suffixation is non-existent in Arabic. 


Other problems were mentioned by Aisha, Nada and Dalal: 
.. the equivalent that is commonly used in daily life is not listed. 
.. English-Arabic dictionaries may not contain the terms that the translators need. 


. most entries have no punctuation marks to separate synonyms and definitions and term. Missing 
punctuation marks make it difficult for me to tell which word is a synonym of which word, especially in the 
case of equivalents are phrases. 


The difficulties that students in the present study have with multiple Arabic equivalent are similar to some of the 
problems that a medical translator face which were listed by Huand (2013). Some of the problems medical 
translators might face are: (i) translation of eponyms because they are usually synonyms for other terms; (ii) 
whether adopt British or American medical terms; (iii) unfamiliarity with hospital jargons used by inpatient and 
outpatient, and the fact that medical practitioners do not agree on the terms; (iv) automatically translating a drug 
name into the target language equivalent without including the trade name and International Non-proprietary Name, 
i.e., a name designated by the World Health Organization; and (v) translating medical metaphors or euphemisms 
for unpleasant topics, such as using “to expire” for “to die” (Huang, 2013). 


6. Conclusion 


Based on the variations in the translation of English medical terms to Arabic and the difficulties that undergraduate 
students have in understanding and using Arabic medical terms when they translate English medical texts into 
Arabic, the study recommends that medical translation instructors raise translation students’ awareness of multiple 
Arabic equivalents to English medical terms by collecting medical terms with multiple equivalents, examining 
Arabic multiple equivalents and evaluating them in terms of ease of use, popularity, accuracy, context and country 
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where a term is used. Medical translation instructors should also raise students' awareness of the English and 
Arabic word-formation processes used in coining medical terminology in both languages. 


Before translating an English medical text into Arabic, the students should read the text, understand it, look up the 
Arabic equivalents of unknown medical terms, then translate it. The students need to examine the semantic, 
morphological, and syntactic context in which a term is used, which equivalent is popular and common in a 
particular country; sub-field in which a term is common. Preference is for using single terms rather than 
compounds or multiple-word phrases. Whether the target audience is a specialist or non-specialist should be also 
taken into consideration. In this respect, Huang (2013) indicated that the first criteria that a medical translator has 
to his/her target audience. The target audience will determine whether the text is translated into common, layperson 
terms or technical medical terms, or both. 


While translating a medical text, an unfamiliar Arabic equivalent can be briefly defined or explained in a footnote. 
If a loan word is more common than an Arabic equivalent, the Arabic equivalent can be used in the translation, 
with reference to the loan word made in a footnote. Reference to regional varieties can be also made in a footnote. 


To solve students’ difficulties in understanding Arabic medical terms and evaluating the different Arabic 
equivalents given by a dictionary, Huang (2013) recommends providing the students with adequate background 
knowledge through reading medical texts in both English and Arabic and/or research skills, to be able to check 
reliable websites and a variety of monolingual medical dictionaries as well as English-Arabic medical dictionaries. 


Finally, the present study recommends that an English- Arabic online database of English-Arabic medical terms 
be created where all the terminology covered in all English-Arabic medical dictionaries can be store. Equivalents 
to a single term can be compiled from all the dictionaries, the different equivalents evaluated, and the best selected. 
The context in which each is used can be specified and then publicized. Linguists, medical translators, medical 
doctors, Arabic Language Academies, the Arabization Center in Morocco and other stakeholders can contribute 
to the establishment of the database, maintaining and updating its content, checking the equivalents 
orthographically, semantically and morphologically. This way the students can have access to all the dictionaries, 
terms and equivalents. This will save their time and efforts and provide them with more reliable, accurate and 
comprehensive equivalents. 
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